Monteen Stover by affidavit, testified that the facts stated by Mrs. H.W.Edmondson were true. 

Mr. H. W. Edmondson by affidavit, testified to the same facts as Mrs. H.W.Edmondson, and in addition 
that after my wife and daughter left Mr. Boorstein’s office, Mr. Boorstein, Mr. Burns, Mr. Herbert Haas, 
Mr. Rauzin and myself were in the office and Mr. Burns says to me ‘Do you believe Monteen went to 
the factory that day?’ And I said ‘Yes, sir; I know she went.’ And Mr. Burns replied: ‘She didn’t go to 
the factory and I have evidence to prove that she didn’t.’ And I thought and believe yet that he said that 
to draw me out to say something against Frank, and I just composed myself and let it go at that and 
went on out of the office and caught up with my wife and daughter and come on home; and I haven’t 
seen Mr. Burns since. This happened on the Friday before Mr. Burns went to New York, about 3 weeks 


ago.” 


